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CONFIDENTIAL LONDON 17455 

E.O. 11652: GDS 

TAGS: ENRG, MNUC, PARM, TECH 

SUBJECT: NUCLEAR SUPPLIERS MEETING NOVEMBER 11-12 
REF: IAEA VIENNA 8991 

HOTEL RESERVATION CONFIRMED SUN COURT HOTEL, SWB, 
NOVEMBER 9 - 12 INCLUSIVE. PLEASE CONTACT MS. LINDSEY 
AT EMBASSY (499-9000, EXT. 256) UPON ARRIVAL AT HOTEL. 
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Control Number: n/a 
Copy: SINGLE 
Draft Date: 01 NOV 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LONDON17455 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760406-0895 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 976/newtext/tl 9761 194/aaaaddpb. tel 

Line Count: 36 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 IAEA VIENNA 8991 
Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 MAR 2004 by hartledg>; APPROVED <12 AUG 2004 by KelleyW0> 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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